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POWER AMPLIFIER PENTODE 


Heater Coatee 

Voltage 
Current 

Maximum Overal 1 Length 
Maximum Diameter 
Bulb 
Base 

Pin 1-Heater 
Pin 2-Plate 
Pin 3-Screen 


Coated Uni potential Cathode 
25.0 
0.3 
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© ® 
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BOTTOM VIEW 


a-c or d-c volts 
amp. 

4-11/16" 

1 - 13 / 16 " 

ST-14 

Medium 6-Pin 
Pin 4-Grid 
Pin 5-Cathode 
Pin 6-Heater 


For data and additional curve, refer to Type a$A6, The 43 
and 25A6 are identical electrically. 


A VERAGE OUTPUT CHARACTERISTI CS 
TYPE 43 ’ ' 

_E f =25 VOLTS_ _ _ 

PLATE VOLTS = 93 
GRID VOLTS*—15 

"SCREEN VOLTS = 95- i0Qi 


TOTAL*>|'(%2ND) 2 *K«fc>3RD) 2 
-1- L.. j I-I- 

HARMONICS 


2500-4500-5500 

LOAD RESISTANCE-OHMS 


92S-5520 
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AVERAGE PLATE CHARACTERISTICS 
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